BILL NO. S-71-02- a 


SPECIAL ORDINANCE NO. S- 6^^/-'// 


AN ORDINANCE approving contract with GULF 
OIL COMPANY for Gas Turbine Fuel Oil. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


SECTION 1. A certain contract approved February 1, 1971, 


between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and GULF OIL COMPANY, for: 


Approximately 450,000 gallons of Gas 
Turbine Fuel Oil, covering the period 
of January and February, 1971, 


for a total cost of $48,825.00, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 5931, which is by 
reference incorporated herein and made part hereof, is hereby 
in all things ratified, confirmed and! approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




2 



Read the first time in full and on motion by 1 ^ ■- ^ 


seconded by 




s. . 


and duly adopted, read the second time by title and referred 


fr and to ., . thff , r i ty-Jl a n 


to the (Committee on) 

■ jgtimultblUh f ug iuLuiu ni' ir r; LLiMli| |, l l a nd-Pumm " re aring - err legal - noti c e, ■ 


i — ab" th g^CqurTri h ^hamhers';'”Cl'ty i "'ftarH", ,, ’f'<J t L Wayne " 'Indiana, on- 

■ gay or *"’ " 196 - 


-aJL. 


n 1 r 1 oH- 


the 


■?.M. f fi:S;Tr 


Date: 


3- ~ ~ 7 I 






Read the third time in full and on motion by 


City Clerk 

ll^C. /j- 


seconded by 




and duly adopted, placed on its passage. 


Passed (LOST) by the following vote: 

AYES 7 , NAYS 0 _, 

1/ 


ABSTAINED 


ABSENT 


to -wit : 


_it_ 


Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 

Rou s se au 

Steigerwald u' 
Tipton 

Date 












City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
I - i TTTTTTT n I j i l f H i ii , n n f wep^^-i a 1 U * , T , , n Tr i - w f . < o p , ) Ordinance - teeno - l nti nn) 


m a. ... 



.* c 

7 f ' 


y.}': present ed . bv. toe- to the Mayor of the City of Fort Wayne, Indiana, on the - 7 day 

7,7 ' ^ , 196 7 / at the hour of 3 o o'clock J^.M 1 ,E.S.T. 



oproved and signed by me this day of 


. 19i_2/ 




City Clerk 




thu nour of /0 •A'j o'clock , 4t — . M « , E . S . * . 


— 1 / 


/— j--.: it. 




•'---•Z. . . 7..-- - 


Mayor 


ct 




Bill No. S-71-02-0A. 


REPORT OF THE COMMITTEE ON PITHTJC WORKS 

We 9 your Committee on Public Monks to whom was referred an Ordinance 

approving contract with GULF OIL COMPANY for Gas Turbine Fuel Oil , . 



CONCURRED IN 

DATE^— FUAD G. BONAHOOM, CITY CLERK 


